Bear ^ger , 1 0/ 2/32 

Once again your MCI letter took four days, Cos-teyou to be inefficient l 
I' vo read your y/^B and won't argue* 

There are many things that went wrong but they have no other real meaning* 
They just went wrong* 

W]iat you seem to be aiming at makes no sense to me, 
your thing?! • 

- 1 

But be careful and donH get carried away, 
told be prepared for getting nowt&re. 





